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Thursday - 16 April 1953 


Il, The Senate Armed Services Committee approved the ye 
nomination of Lt. Gen. Charles F. Cabell to be Deputy Director 
of Central Intelligence. 


2. linformed Mr. Dulles that it was my continuing 
practice to request the introduction of private bills or indicate vA 
CIA iobemes support for private bills on the request of any com- 
ponent of CIA provided the signature of a Deputy Director is on the 
request. Mr. Dulles stated that I could continue this practice and 
need only bring such matters to his attention if there were any 
controversy involved. 
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